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hazardous materials from laboratories are commercially available. Lab-
oratories that do not choose to become involved in packing and shipping
their waste have the alternative of contracting for the services of a
commercial waste-disposal firm to perform the packing and arrange for
transportation and disposal of the waste.

It is important to note that movement of hazardous waste in a mo-
torized vehicle from one part of a laboratory site to another may con-
stitute "transportation" under the EPA regulations. If the transporting
vehicle moves along a street to which the public has free access (as, for
example, in many academic campuses), it is considered to be trans-
porting the waste and must do so with required permits and in accord-
ance with DOT regulations. On the other hand, the direct crossing of
a public street to go from one building or gate to another is not con-
sidered "transportation."

The transport regulations and procedures with which laboratories should
be familiar are outlined in the following sections. Additional information
on these regulations can be found in Appendix D.

II.    THE REGULATORY ENVIRONMENT

The waste generator should have general knowledge of the regulations
that govern the transportation of hazardous waste. Since this report is
concerned with the disposal of laboratory chemicals, there is no dis-
cussion of regulations on transport by tank car, barge, pipeline, or
aircraft.

Transportation of chemicals from laboratories is subject to two general
areas of federal regulation.

A.   U.S. ENVIRONMENTAL PROTECTION AGENCY RESOURCE
CONSERVATION AND RECOVERY ACT REGULATIONS

EPA has adopted certain DOT regulations on the transportation of
hazardous materials, including rules on shipping descriptions, labeling,
marking, placarding, packaging, and the reporting of discharges (see
Appendix A, 40 CFR 262 and 263). Moreover, EPA has promulgated
regulations with specific requirements for the registration of waste gen-
erators, transporters, and disposal facilities. These regulations require
the use of a hazardous waste manifest (see Appendix A, 40 CFR 262
and 263) as the principal control for tracking and documenting the
movement and ultimate disposal of hazardous waste from the generator
to the disposal facility.
EPA also holds generators responsible for assistance in the cleanup